M.  I.  T.  CHAPEL  Dedicated  May  8,  1955 
CAMBRIDGE,  MASSACHUSETTS 

Made  possible  by  the  generosity  of  the 
Kresge  Foundation 
This  building  gives  embodiment  to  the  responsi- 
bility of  the  Massachusetts  Institute  of  Technology 
to  maintain  an  atmosphere  of  religious  freedom, 
wherein  students  may  freely  pursue  their  own 
religious  interest  and  worship  God  in  their  own 
way. 
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